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PAGE 01 STATE 068868 
ORIGIN FBOE-OO 

INFO OCT-01 A-01 ISO-OO SY-05 EUR-12 /019 R 

DRAFTED BY A/FBO:PWSTANGE:ADC 
APPROVED BY A/FBO:CVSWAN 

021382 170839Z/14 

R 170253Z MAR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY HELSINKI 
INFO AMEMBASSY STOCKHOLM 
AMCONSUL FRANKFURT 

UNCLAS STATE 068868 

STOCKHOLM FOR RSO, FRANKFURT FOR RSS/RTC 
E.O. 11652: N/A 


TAGS: ABLD, ASEC 

SUBJECT: FIRE DETECTION AND ALARM SYSTEMS FOR CHANCERY 
AND ANNEX PROPERTY NOS. X01001 AND X01002 


REF: HELSINKI 0683 


1 . THE PROPOSAL TO INSTALL A FIRE ALARM SYSTEM AND 
ELECTRONIC SMOKE DETECTION SYSTEM IS APPROVED IN 
PRINCIPLE. 


2. SUBMIT DETAILS AND COST ESTIMATES OF THE PROPOSED 
SYSTEMS FOR REVIEW AND CONSIDERATION. THE SMOKE 
DETECTORS SHOULD BE DUAL CHAMBER IONIZATION TYPE 
LOCATED THOUGHOUT CHANCERY, ANNEX AND EMBASSY RESIDENCE. 
THERMAL. RATE OF RISE DETECTORS SHOULD BE UTILIZED IN 
FURNACE ROOMS AND GARAGES. CONTROL PANEL TO BE LOCATED 
AT MARINE GUARD DESK SHOULD INCORPORATE A ZONED 
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UNCLASSIFIED 
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ANNUNCIATOR PANEL WITH AUDIBLE SIGNAL AND EVACUATION 
SYSTEM CONTROLLED BY THE MARINE GUARD. 


3. ALSO SUBMIT FLOORPLANS INDICATING PROPOSED LOCATIONS 
OF DETECTOR HEADS, PULL STATIONS AND BELLS. VANCE 
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